1! Think You Will Love This Music Too - Montage #218 


“Auferstehung” 


Elapsed/ 

Repere 

Work Details / Details 

Performer(s) / Interprete(s) 


Gustav MAHLER (1860-1911) 

Symphony(ie) no. 2 in C Minor/en ut mineur, 
'Auferstehung ' (Resurrection/la Resurrection) (1888- 
94) 

Philharmonia Orchestra 

Otto Klemperer, conducting/direction 

00:00 

1 . Allegro maestoso. Mit durchaus ernstem und 
feierlichem Ausdruck 
(Followed by approximately one minute of 
silence/suivi d’ environ une minute de silence) 


20:00 

2. Andante moderato. Sehr gemachlich. Nie eilen. 


30:30 

3. In ruhig flieRender Bewegung 


42:10 

4. Urlicht. Sehr feierlich, aberschlicht 

Hilde Rossl-Majdan, Mezzo Soprano 

46:11 

5. Im Tempo des Scherzos 

Elisabeth Schwarzkopf , Soprano 

Hilde Rossl-Majdan, Mezzo Soprano 

Philharmonia Chorus 

Wilhelm Pitz, chorus master/maitre des 

choeurs 


(Total -80:1 9) 


